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CARACAS FOR LEGAT - PANAMA FOR RSS 

E.O. 11652: N/A 
TAGS: ASEC, CASC, CO 

SUBJECT: POSSIBLE KIDNAPPING OF AMERICAN CITIZEN : GREGORY WAYNE 
STRIVER 

REF: PETERS - BARREYCO TELCON MARCH 29, 1978 

1 . IN ORDER ENABLE EMBASSY TO DISCHARGE ITS RESPONSIBILITIES 
RELATING TO POSSIBLE KIDNAPPING OF GREOGRY WAYNE STRIVER, PLEASE 
PROVIDE US ASAP WITH ALL INFORMATION YOU HAVE CONCERNING THIS 
CASE. PLEASE ALSO INFO DEPARTMENT OF STATE ON YOUR TELEGRAM 

TO BOGOTA. 

2. WE ARE CHECKING WITH DAS-EXTRANJERIA TO DETERMINE IF STRIVER 
ENTERED COLOMBIA SINCE MARCH 2, OF THIS YEAR, BUT HAVE NOT 
RECEIVED AN ANSWER. WE WILL ADVISE YOU ONE WAY OR THE OTHER. 
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